Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealt 

Executive Office of Hen 
Department of l 
State Laboratc 


DRUG R 


City or Department: L M LU A _ 

Name and Rank of Submitting Officer: f) J5'7~ * 

Dcfendant(s) Name (last, first, initial): 


To be completed by Submitter 

Description of Items Submitted 


15' S'?) fi t- PKT O 











City: Lawrence Police Dept. 
Officer: Detective NEIL PEROCCHI 
Def: 


Date Analyzed: 


Amount 

No. Cont: 15 Cont: pb 

Date Rec'd: 06/07/2011 
Gross WL 8.54 tX" 


Prelim: 


12 


Subst.'SUB 


No. Analyzed:^^) 

Net Weight: ESTo'F S 
# Testsf^ ? 


-/- Coca~/aJ'Z (cSs) 


Findings: 


WAC 

WajL 
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DRUG POWDERAMAL YS/S FORM 

SAMPLE it mm AGENCY /SWRtA/Ct _ ANALYST. CSS 
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is iSS JSfz- C " 




V* 3^'- Wtg 


' ?uAr 


r ^i Mis>£ 77e? 

A *i ^ s ,S 
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& A*C& -+- 

-3 J L - -j- ctc^_ 

jS (yC CtC^CnJt 


3 M 
3 

3 WJLcS 


PRELIMINARY TEST RESULTS 
RESULTS 3 tc 4( A/G 
DATE sJtsJlL 


GC/MS confirmatory test 
RESULTS 3 7^ C$OU*l # y 

tnc. 


MS 

OPERATOR 


DATE 


ji/S 
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i File C:\CHEM32\1\DATA\SIG1000002.D 
tie Name: COKE/CODEINE 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD 

DrugLab GC #1 
10/24/2011 1:24:11 PM 

] 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\ROUTINE.M 
12/16/2010 11:45:09 AM by ASD 


Seq. Line 
Location 
Inj 

Inj Volume 


2 

Vial 2 
1 

-1 pi 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] 

Do not use Multiplier & Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area 
# [min] [pA*s] 


Height 

[pA] 


1 0.964 1 BB S 1.81454e4 9864.57910 99.69531 

2 3.858 1 BB 31.45099 36.59053 0.17280 

3 4.494 1 BB 24.00488 24.81349 0.13189 


Totals : 


1.82009e4 9925.98312 


End of Report *** 


DrugLab GC #1 10/24/2011 1:34:12 PM ASD 


Page 1 of 1 
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Data File C:\CHEM32\1\DATA\SIG1000004.D 


'ie wame: 

Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 



ASD 

DrugLab GC #1 
10/24/2011 1:50:29 PM 

] 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\ROUTINE.M 
12/16/2010 11:45:09 AM by ASD 


Seq. Line 
Location 
Inj 

Inj Volume 


Vial 4 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: ; 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] 

Do not use Multiplier & Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area 
# [min] [pA*s] 


Height Area 
[pA] % 


1 0.963 1 BB S 1.92418e4 1.22773e4 99.45857 

2 3.864 1 BB 104.74850 106.97689 0.54143 


Totals 


1.934 66e4 1.23843e4 


End of Report *** 


DrugLab GC #1 10/24/2011 2:00:29 PM ASD 


Page 1 of 1 
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Data File C:\CHEM32\1\DATA\SIG1000005.D 
Sample Name: 



Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD 

DrugLab GC #1 
10/24/2011 2:03:41 PM 


Seq. Line 
Location 
Inj 


Inj Volume 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\ROUTINE.M 
12/16/2010 11:45:09 AM by ASD 


5 

Vial 5 
1 

1 pi 


& 2 - 



Area Percent Report 


Sorted By : 

Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier & 

Dilution Factor with 

ISTDs 


(not used in calc.) 


Signal 1: FID1 A-, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

.--I I-I-!-!- 

1 0.963 1 BB S 2.00560e4 1.24993e4 99.33335 

2 3.866 1 BB 134.60014 132.46461 0.66665 

Totals : 2.01906e4 1.26318e4 

*** End of Report *** 


DrugLab GC #1 10/24/2011 2:13:42 PM ASD 
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Data File C:\CHEM32\1\DATA\SIG1000006.D 
Sample Name: 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD 

DrugLab GC #1 
10/24/2011 2:17:00 PM 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\ROUTINE.M 
12/16/2010 11:45:09 AM by ASD 


Seq. Line 
Location 
Inj 

Inj Volume 


6 

Vial 6 
1 

1 pi 


FID1 A, (SiGIOOOOQS.D) 



Area Percent Report 


Sorted By 
Multiplier: 
Dilution: 
Sample Amount: 


Retention Time 

: 1.0000 

: 1.0000 

: 1.00000 [ng/ul] 


Do not use Multiplier & Dilution Factor with ISTDs 
Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

-|-I—I— -I -!-1- 

1 0.962 1 BB S 2.07433e4 1.26378e4 99.19329 

2 3.869 1 BB 168.69902 153.46216 0.80671 


Totals : 


(not used in calc.) 


2.09120e4 1.27912e4 


End of Report *** 


DrugLab GC #1 10/24/2011 2:27:00 PM ASD 


Page 1 of 1 
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